









  
    
    
    
    
    
    
    
    
    
  
  
  
  
  


This EPUB was converted from a scan of the original printed edition of
TM 11-318 Alignment Equipment ME-73 (1943),
published by the U.S. War Department.

The conversion from the scan may have introduced small errors in
complex tables or equations, so engineering and artillery data should always be checked against
the original files, which can be found at www.trex-arms.com.
T.REX ARMS is not affiliated with or endorsed by the U.S. War Department.
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DEPARTMENT TECHNICAL MANUAL

ALIGNMENT EQUIPMENT ME 73^

This is a reprint of Alignmmt^fejuipment ME 73. No distribu tion qjitt be made to pertonnel fjoslpsing the original publication.
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RESTRICTED. DISSEMINATION OF RESTRICTED MATTER.

No person is entitled solely by virtue of his grade or position to knowledge or possession of classified matter. Such matter is entrusted only to those individuals whose official duties require such knowledge or possession. (See also paragraph 23b, AR 380-5, IS March 1944.)

U. S. Cmenmnt Printing Office

ITiukiniton : 1945
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WAE DEPARTMENT

WASHINGTON 25, D. C., 30 July 1943

TM 11-318 Alignment Equipment ME 73 is published for the information and guidance of all concerned.

[A<! 300.7 (30 Jul 43)]

BY ORDER OF THE SECRETARY OF WAR :

Public Domain, Google-digitized / http://www.hathitrust.org/access_use#pd-google

J. A. ULIO Chief of Staff Major General The Adjutant General ,

OFFICIAL: G. C. MARSHALL t>
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Public domain (U.S. Government work)

Public domain (U.S. Government work). Mirrored by T.REX ARMS.

Source: https://archive.org/details/TM11-318
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